Notice No.3 


Rules and Regulations for the 
Classification of 

Inland Waterways Ships 

July 2019 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior 
Notices. 
Any corrigenda included in the Notice are effective immediately. 


Please note that corrigenda amends to paragraphs, Tables and Figures are not shown in their entirety. 


Issue date: June 2020 


Amendments to Effective date ee. implementauon 


Chapter 10, Section 2 1 July 2020 1 July 2020 


| 2 Lloyd's 


Register 


Part 3, Chapter 10 
Welding and Structural Details 


E Section 2 
Welding 
Section 2.8 Inspection of welds 


2.8.1 Effective arrangements are to be provided by the Builder for the inspection of finished welds to ensure that all welding has 
been satisfactorily completed, and provision and application of NDE shall comply with the general NDE requirements as per Ch 1, 
5.1 General NDE Requirements of the Rules for the Manufacture, Testing and Certification of Materials, July 2019. 


2.8.2 All finished welds are to be subjected to non-destructive examination in accordance with the requirements specified in Ch 13 
Requirements for Welded Construction of the Rules-ferMaterials Rules for the Manufacture, Testing and Certification of Materials, 


July 2019, and the general NDE requirements as per Ch 1, 5.1 General NDE Requirements of the Rules for the Manufacture, 
Testing and Certification of Materials, July 2019. 


© Lloyd’s Register Group Limited 2020 
Published by Lloyd’s Register Group Limited 
Registered office (Reg. no. 08126909) 

71 Fenchurch Street, London, EC3M 4BS 
United Kingdom 


Lloyd’s Register and variants of it are trading names of Lloyd’s Register Group Limited, its subsidiaries and affiliates. For further details please see 
http://www.Ir.org/entities 


Lloyd's Register Group Limited, its subsidiaries and affiliates and their respective officers, employees or agents are, individually and collectively, 
referred to in this clause as ‘Lloyd's Register’. Lloyd's Register assumes no responsibility and shall not be liable to any person for any loss, damage or 
expense caused by reliance on the information or advice in this document or howsoever provided, unless that person has signed a contract with the 
relevant Lloyd's Register entity for the provision of this information or advice and in that case any responsibility or liability is exclusively on the terms 
and conditions set out in that contract. 


